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Amino acid analysis of plasma: studies in 
sample preparation 163 

Amino acids 
Determination of amino acids in biological, 
pharmaceutical, plant and food samples by 
automated precolumn derivatization and 
HPLC 271 

Amino acids 
Construction of an ion-exchange amino acid 
analyser kit for use with HPLC apparatus 

285 

Amiodarone 
New procedure for the HPLC determina- 
tion of amiodarone and desethylam ioda- 
rone with solid-phase extraction of rat 
plasma and tissue samples 455 


Arachidonic acid 
Rapid and simple methods for the investi- 
gation of lipoxygenase pathways in human 
granulocytes 413 

2-Arylpropionic acids 
Formation of diastereomeric derivatives of 
2-arylpropionic acids using L-leucinamide: 
lack of generality 228 

2-Arylpropionic acids 
Formation of diastereomeric derivatives of 
2-arylpropionic acids using L-leucinamide: 
the derivatization principle and its applic- 
ability. Areply 229 

Atenolol 
Preparative resolution of the enantiomers 
of the £-blocking drug atenolol by chiral de- 
rivatizationand HPLC 222 

3’ -Azido-3’ -deoxy-5’ -D-glucopyranuronosyl- 
thymidine 
Simultaneous quantification of zidovudine 
and its glucuronide inserumbyHPLC 123 

3’ -Azido-3’ -deoxythymidine 
Simultaneous quantification of zidovudine 
and its glucuronide inserumbyHPLC 123 

Bile acids 
Simultaneous microanalysis of bile acids and 
cholesterol in bile by glass capillary column 
GC 17 

Bile acids 
Rapid and sensitive on-line precolumn pu- 
rification and HPLC assay for bile acids in 
serum 27 

Bile acids 
Simultaneous determination of free and 
conjugated bile acids in human gastric juice 
by HPLC 259 

Buspirone 
Simultaneous determination of buspirone, 
gepirone, ipsapirone and their common me- 
tabolite 1-(2-pyrimidiny])-piperazine in rat 
plasma and brainby HPLC 477 

n-Butyl-£-carboline-3-carboxylate 
Determination of n-butyl-f-carboline-3- 
carboxylate in aqueous brain 192 

cis-Carotenoids 
Identification of cis-carotenoids in human 
sera analyzed by reversed-phase HPLC with 
diode array detection 424 

Catecholamines 
Simultaneous determination of endogenous 
catechols and exogenous 2- and 6-fluori- 
nated catechols in tissue and plasma using 
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LC with electrochemical detection 156 
Catechols 
Simultaneous determination of endogenous 
catechols and exogenous 2- and 6-fluori- 
nated catechols in tissue and plasma using 
LC with electrochemical detection 156 
Cervical mucus 
Analysis of the aqueous phase of human 
cervical mucus by reversed-phase HPLC and 
capillary isotachophoresis 317 
Cholesterol 
Simultaneous microanalysis of bile acids and 
cholesterol in bile by glass capillary column 
GC 17 
Choline 
Determination of acetylcholine and choline 
in human cerebrospinal fluid using HPLC 
combined with an immobilized enzyme re- 
actor: ageing-induced change of acetylcho- 
line level 389 
Clindamycin 
Determination of clindamycin in plasma or 
serum by HPLC with UV detection 379 
Collagens 
Use of the Pharmacia Phast System for so- 
dium dodecyl] sulphate polyacrylamide gel 
electrophoresis of non-globular proteins: 
application to collagens 474 
Concanavalin A binding proteins 
High-performance affinity chromato- 
graphy of human serum Concanavalin A 
binding proteins 45 
Cotinine 
Assessment of exposure to environmental 
tobacco smoke using a HPLC method for 
the simultaneous determination of nicotine 
and two of its metabolites in urine 216 
Creatine 
Simultaneous determination of creatine and 
creatinine inserum by HPLC 471 
Creatinine 
Simultaneous determination of creatine and 
creatinine inserumby HPLC 471 
p-Cresol 
Determination of simple phenols in faeces 
andurineby HPLC 143 
Cyclophosphamide 
Rapid method for the determination of ifos- 
famide and cyclophosphamide in plasma by 
HPLC with solid-phase extraction 450 
m-O-Dealkylated lactam of flecainide 
HPLC procedure with fluorescence detec- 
tion for the m-O-dealkylated lactam metab- 
olite of flecainide acetate in human plasma 
438 


Dehydroindolidan 
LC determination of indolidan and its de- 
hydro metabolite in plasma. Use of the Var- 
ian AASP® for solid-phase extraction 103 
Dehydrosparteine 
GC determination of sparteine and 2- and 
5-dehydrosparteine in plasma and urine 
203 
Desethylamiodarone 
New procedure for the HPLC determina- 
tion of amiodarone and desethylamioda- 
rone with solid-phase extraction of rat 
plasma and tissue samples 455 
Desisopropylpropranolol 
HPLC determination of propranolol and its 
metabolites in ratserum 465 
N-Desmethyldiazepam 
Sensitive determination of diazepam and N- 
desmethyldiazepam in human material us- 
ing capillaryGC-MS 353 
Diaminopimelic acid 
Determination of environmental levels of 
peptidoglycan and lipopolysaccharide using 
GC with negative-ion chemical-ionization 
MS utilizing bacterial amino acids and hy- 
droxy fatty acids as biomarkers 1 
Diazepam 
Sensitive determination of diazepam and N- 
desmethyldiazepam in human material us- 
ing capillary GC-MS 353 
2’ ,3' -Dideoxyadenosine 
Determination of 2’,3’-dideoxyadenosine, 
2' ,3'-dideoxyinosine and 2’ ,3'-dideoxycy- 
tidine in biological samples 184 
2’ -Dideoxycytidine 
Determination of 2’,3’-dideoxyadenosine, 
2’ ,3'-dideoxyinosine and 2’ ,3’-dideoxycy- 
tidine in biological samples 184 
2’ -Dideoxyinosine 
Determination of 2’ ,3’-dideoxyadenosine, 
2', 3'-dideoxyinosine and 2’, 3’-dideoxy- 
cytidine in biological samples 184 
2’ ,3’-Dideoxynucleosides 
Determination of 2’ ,3’-dideoxyadenosine, 
2’ -dideoxyinosine and 2’ ,3’-dideoxycy- 
tidine in biological samples 184 
N,N-Dimethylformamide 
GC method for the determination of N-ace- 
tyl-S- (N-methylcarbamoy])cysteine, a me- 
tabolite of N,N-dimethylformamide and N- 
methylformamide, inhuman urine 361 
Enkephalins 
Simultaneous analysis of methionine- and 
leucine-enkephalin from rat brain: quanti- 
fication by LC-electrochemistry 65 
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HPLC assay of erythrocyte enzyme activity 
levels involved in vitamin B, metabolism 
406 

4-Ethylphenol 
Determination of simple phenols in faeces 
and urineby HPLC 143 

Etretinate 
Quantitative analysis of retinoids in biolog- 
ical fluids by HPLC using column switch- 
ing. II. Simultaneous determination of 
etretinate, acitretin an 13-cis-acitretin in 
plasma 297 

Fatty acids 
Identification of very-long-chain fatty acids 
in rat and mouse Harderian gland lipids by 
capillaryGC-MS 231 

Felbinac 
Simultaneous determination of ofloxacin, 
fenbufen and felbinac in rat plasma by 
HPLC 135 

Fenbufen 
Simultaneous determination of ofloxacin, 
fenbufen and felbinac in rat plasma by 
HPLC 135 

Flavone acetic acid 
Optimisation of reversed-phase HPLC 
method for the determination of flavone 
acetic acid and its major human metabolites 
in plasma and urine 77 

Flecainide acetate 
HPLC procedure with fluorescence detec- 
tion for the m-O-dealkylated lactam metab- 
olite of flecainide acetate in human plasma 

438 

Formamide 
GC method for the determination of N-ace- 
tyl-S- (N-methylcarbamoy] )cysteine, a me- 
tabolite of N,N-dimethylformamide and N- 
methylformamide, in human urine 361 

Glactose-binding lectin 
Purification of human erythrocytes specific 
lectins from rice bean, Phaseolus calcaratus 
syn. Vigna umbellata,by HPLC 37 

Gepirone 
Simultaneous determination of buspirone, 
gepirone, ipsapirone and their common me- 
tabolite 1-(2-pyrimidiny] )piperazine in rat 
plasma and brainby HPLC 477 

Globin polypeptides 
Reversed-phase HPLC separation and 
quantitation of reticulocyte a- and £-globin 
polypeptide chains from normal and f-thal- 
assemic mice 177 


Glycoproteins 
Medium-scale ligand-affinity purification of 
two soluble form of human interleukin-2 re- 
ceptor 55 
Haloperidol 
Reversed-phase ion-pair LC method for the 
determination of low concentrations of 
haloperidol in plasma 113 
Hormones 
Determination of oestrogens in pregnancy 
urine by HPLC with fluorescence detection 
249 
Hydroxy fatty acids 
Determination of environmental levels of 
peptidoglytan and lipopolysaccharide using 
GC with negative-ion chemical-ionization 
MS utilizing bacterial amino acids and hy- 
droxy fatty acids as biomarkers 1 
5-Hydroxyindoleacetic acid 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyin- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 
170 
2-Hydroxymethamphetamine 
Separation of optical isomers of methoxy- 
phenamine and its metabolites as N-hep- 
tafluorobutyryl-L-prolyl derivatives by 
fused-silica capillaryGC 210 
Hydroxymethylmexiletine 
HPLC assay for mexiletine hydroxylation 
in microsomes of human liver 369 
p-Hydroxymexiletine 
HPLC assay for mexiletine hydroxylation 
in microsomes of human liver 369 
4-Hydroxypropranolol 
HPLC determination of propranolol and its 
metabolites in ratserum 465 
5-Hydroxytryptamine 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyia- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 
170 
5-Hydroxytryptophan 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyin- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 
170 
Ifosfamide 
Rapid method for the determination of ifos- 
famide and cyclophosphamide in plasma by 
HPLC with solid-phase extraction 450 
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Indolidan 
LC determination of indolidan and its de- 
hydro metabolite in plasma. Use of the Var- 
ian AASP® for solid-phase extraction 103 
Indoxy] sulphate, 
Rapid assay for indoxy] sulphate in uremic 
serum by internal-surface reversed-phase 
HPLC 418 
Interleukin-2 receptor 
Medium-scale ligand-affinity purification of 
two soluble forms of human interleukin-2 
receptor 55 
Todide 
Excretion of iodide in 24-h urine as deter- 
mined by ion-pair reversed-phase LC with 
electrochemical detection 309 
Ton-exchange amino acid analyser 
Construction of an ion-exchange amino acid 
analyser kit for use with HPLC apparatus 
285 
Ipsapirone 
Simultaneous determination of buspirone, 
gepirone, ipsapirone and their common me- 
tabolite 1-(2-pyrimidiny])piperazine in rat 
plasma and brainby HPLC 477 
Ketoprofen 
HPLC determinatioin of ketoprofen and 
naproxen inrat plasma 444 
B-Lactamase inhibitor 
HPLC determination of a new £-lactamase 
inhibitor and its metabolite in combination 
therapy with piperacillin in biological ma- 
terials 87 
D-Lactic acid 
Sensitive determination of D-lactic acid in 
biological samples by HPLC 239 
Lectins 
Purification of human erythrocytes specific 
lectins from rice bean, Phaseolus calcaratus 
syn. Vigna umbellata,by HPLC 37 
Leucine-enkephalin 
Simultaneous analysis of methionine- and 
leucine-enkephalin from rat brain: quanti- 
fication by LC-electrochemistry 65 
Leukotrienes 
Rapid and simple methods for the investi- 
gation of lipoxygenase pathways in human 
granulocytes 413 
Lipids 
Identification of very-long-chain fatty acids 
in rat and mouse Harderian gland lipids by 
capillaryGC-MS 231 
Lipopolysaccharides 
Determination of environmental levels of 


peptidoglycan and lipopolysaccharide using 
GC with negative-ion chemical-ionization 
MS utilizing bacterial amino acids and hy- 
droxy fatty acids as biomarkers 1 
Lipoxygenase products 
Rapid and simple methods for the investi- 
gation of lipoxygenase pathways in human 
granulocytes 413 
Low-density lipoprotein receptor 
Purification of monoclonal antibodies 
against the low-density lipoprotein receptor 
by preparative isotachophoresis 327 
Melatonin 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyin- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 
170 
Methionine-enkephalin 
Simultaneous analysis of methionine- and 
leucine-enkephalin from rat brain: quanti- 
fication by LC-electrochemistry 65 
2-Methoxyamphetamine 
Separation of optical isomers of methoxy- 
phenamine and its metabolites as N-hep- 
tafluorobutyryl-L-prolyl derivatives by 
fused-silica capillary GC 210 
2-Methoxy-5-hydroxymethamphetamine 
Separation of optical isomers of methoxy- 
phenamine and its metabolites as N-hep- 
tafluorobutyryl-L-prolyl derivatives by 
fused-silica capillary GC 210 
Methoxyphenamine 
Separation of optical isomers of methoxy- 
phenamine and its metabolites as N-hep- 
tafluorobutyryl-L-prolyl derivatives by 
fused-silica capillary GC 210 
N-Methylformamide 
GC method for the determination of N-ace- 
tyl-S-(N-methylcarbamoy] )cysteine, a me- 
tabolite of N,N,-dimethyl formamide and N- 
methylformamide, inhuman urine 361 
Mexiletine 
HPLC assay for mexiletine hydroxylation 
in microsomes of human liver 369 
Monoclonal antibodies 
Purification of monoclonal antibodies 
against the low-density lipoprotein receptor 
by preparative isotachophoresis 327 
1-Naphthoxyacetic acid 
HPLC determination of propranolol and its 
metabolites in ratserum 465 
1-Naphthoxylactic acid 
HPLC determination of propranolol and its 
metabolites in ratserum 465 
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Naproxen 
HPLC determination of ketoprofen and na- 
proxen rat plasma 444 
Nicotine 
Assessment of exposure to environmental 
tobacco smoke using a HPLC method for 
the simultaneous determination of nicotine 
and two of its metabolites in urine 216 
Non-globular proteins 
Use of the Pharmacia Phast System for so- 
dium dodecyl sulphate polyacrylamide gel 
electrophoresis of non-globular proteins: 
application to collagens 474 
Nucleosides 
Determination of 2’ ,3’-dideoxyadenosine, 
2’ ,3’-dideoxyinosine and 2’ ,3’-dideoxycy- 
tidine in biological samples 184 
Oestradiol 
Determination of oestrogens in pregnancy 
urine by HPLC with fluorescence detection 
249 
Oestriol 
Determination of oestrogens in pregnancy 


urine by HPLC with fluorescence detection ~ 


249 
Oestrogens 
Determination of oestrogens in pregnancy 
urine by HPLC with fluorescence detection 
249 
Oestrone 
Determination of oestrogens in pregnancy 
urine by HPLC with fluorescence detection 
249 
Ofloxacin 
Simultaneous determination of ofloxacin, 
fenbufen and felbinac in rat plasma by 
HPLC 135 
Ofloxacin 
Method for the determination of floxacin, a 
quinolone carboxylic acid antimicrobial, by 
HPLC 461 
Peptides 
Simultaneous analysis of methionine- and 
leucine-enkephalin from rat brain: quanti- 
fication by LC-electrochemistry 65 
Peptides 
_ Reversed-phase HPLC separation and 
quantitation of reticulocyte a- and#-globin 
polypeptide chains from normal and f-thal- 
assemic mice 177 
Peptidoglycans 
Determination of environmental levels of 
peptidoglycan and lipopolysaccharide using 
GC with negative-ion chemical-ionization 
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MS utilizing bacterial amino acids and hy- 
droxy fatty acids as biomarkers 1 
Phenols 
Determination of simple phenols in faeces 
andurineby HPLC 143 
Phenols 
Identification of polychlorinated phenols in 
urinebyGC andTLC 431 
Phospholipids 
Separation of phospholipids and phospho- 
nolipids of Tetrahymenaby HPLC 395 
Phosphonolipids 
Separation of phospholipids and phospho- 
nolipids of Tetrahymenaby HPLC 395 
Piperacillin 
HPLC determination of a new f-lactamase 
inhibitor and its metabolite in combination 
therapy with piperacillin in biolgical mate- 
rials 87 
Polychlorinated phenols 
Identification of polychlorinated phenols in 
urinebyGC andTLC 431 
Propranolol 
HPLC determination of propranolol and its 
metabolites in rat serum 465 
Propranolol glycol 
HPLC determination of propranolol and its 
metabolites in ratserum 465 
Proteins 
High-performance affinity chromato- 
graphy of human serum Concanavalin A 
binding proteins 45 
Proteins 
Use of the Pharmacia Phast System for so- 
dium dodecyl sulphate polyacrylamide gel 
electrophoresis of non-globular proteins: 
application to collagens 474 
Pyridoxal kinase 
HPLC assay of erythrocyte enzyme activity 
levels involved in vitamin B, metabolism 
406 
Pyridoxamiae (pyridoxine-5’ -phosphate ) 
oxidase 
HPLC assay of erythrocyte enzyme activity 
levels involved in vitamin B, metabolism 
406 
1-(2-Pyrimidiny] ) piperazine 
Simultaneous determination of buspirone, 
gepirone, ipsapirone and their common me- 
tabolite 1-(2-pyrimidiny] )piperazine in rat 
plasma and brainby HPLC 477 
Retinoids 
Quantitative analysis of retinoids in biolog- 
ical fluids by HPLC using column switch- 
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ing. II. Simultaneous determination of 
etretinate, acitretin and 13-cis-acitretin in 
plasma 297 
Rimantadine 
Quantitation of the enantiomers of rima- 
tantadine in human plasma and urine by 
GC-MS 343 
Serotonin 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyin- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 
170 
Sparteine 
GC determination of sparteine and 2- and 
5-dehydrosparteine in plasma and urine 
203 
Steroids 
Simultaneous microanalysis of bile acids and 
cholesterol in bile by glass capillary column 
GC 17 
Steroids 
Determination of oestrogens in pregnancy 
urine by HPLC with fluorescence detection 
249 
Taurine 


Errata 


LC determination of taurine in whole blood, 
plasma and platelets 400 

Trimipramine 
GC-MS study of the urinary metabolism of 
trimipramine 197 

Tryptophan 
Determination of plasma 5-hydroxytrypto- 
phan, 5-hydroxytryptamine, 5-hydroxyin- 
doleacetic acid, tryptophan and melatonin 
by HPLC with electrochemical detection 

170 

Wax esters 
Identification of very-long-chain fatty acids 
in rat and mouse Harderian gland lipids by 
capillaryGC-MS 231 

Vanillylmandelic acid 
Determination of vanillylmandelic acid in 
plasma by HPLC with electrochemical de- 
tection 150 

Vitamin B, 
HPLC assay of erythrocyte enzyme activity 
levels involved in vitamin B, metabolism 

406 

Zidovudine 
Simultaneous quantification of zidovudine 
and its glucuronideinserumbyHPLC 123 


J. Chromatogr., 425 (1988) 373-378 


Page 373, title and 4th line from the bottom and page 377, Table I, “1-guanidino- 


2-(4-imidazole)propionic acid” 
zole)propionic acid”. 


J. Chromatogr., 429 (1988) 177-233 
Page 221, 11th line, “E” should read “NE [299]”. 


should read “2-guanidino-3-(4-imida- 
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